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SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON MODERN TRENDS 
IN BIOLOGICAL APPLICATIONS OF STABLE ISOTOPES, 2/14-18/77 

REF: IAEA VIENNA 9278 

1 . MISSION MAY NOMINATE DR. PETER DOUGLAS KLEIN, ASST. 

DIRECTOR FOR MEDICAL RESEARCH, ANL, TO PARTICIPATE IN 
SUBJECT MEETING AT U.S. EXPENSE. 

2. KLEIN SENDING ABSTRACT TO SCIENTIFIC SECRETARY ALONG 
WITH PARTICIPATION FORM FOR PAPER ENTITLED, 

ARGONNE BIOANALYTICAL CENTER: A RESOURCE FOR COLLABORATIVE 
BIOMEDICAL APPLICATIONS OF STABLE ISOTOPES. 

3. PROCESSING UNDER WAY TO MEET REQUIREMENTS SECTION VIII, 

E.O. 10422. 
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